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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 237619 

62 

ORIGIN MED-03 

INFO OCT-01 EUR- 1 2 ISO-OO /016R 

DRAFTED BY M/MED:EHDUSTIN.M.D.:CD 
APPROVED BY M/MED:EHDUSTIN,M.D. 

010055 

R 062009Z OCT 75 
FM SECSTATE WASHDC 
TO AMCONSUL MUNICH 

UNCLAS STATE 237619 

E.O. 11652: N/A 

TAGS: AMED 

SUBJECT: DEATH OF MRS. JOHN BERRY 

PASS TO DR. WILLIAM M. WATSON, DEPUTY ASSISTANT SECRETARY 
FOR MEDICAL SERVICES, USAFE MEDICAL CONFERENCE, GARMISH 

1. WORD RECEIVED THAT BETTE JEAN BERRY, DR. JOHN BERRY'S 
WIFE, SUCCUMBED TO COMPLICATIONS OF MASSIVE MI ON FRIDAY, 

3 OCT. IN BRASILIA. EXPECT JOHN TO ARRIVE IN WASHINGTON 

ON 7 OCT. PRIVATE MEMORIAL SERVICES TO BE HELD IN ARLING- 
TON, VA„ RESIDENCE OF BETTE'S SISTER AND MOTHER. 

2. WILL ASSIST JOHN AS NEEDED AND KEEP YOU INFORMED. KISSINGER 


UNCLASSIFIED 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: DEATH REPORTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 OCT 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE237619 

Document Source: CORE 

Document Unique ID: 00 

Drafter: EHDUSTIN,M.D.:CD 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750347-0131 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 081 /aaaacuir. tel 

Line Count: 43 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN MED 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 16 OCT 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 6 OCT 2003 by ReddocGW>; APPROVED <1 3 FEB 2004 by ElyME> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: DEATH OF MRS. JOHN BERRY PASS TO DR. WILLIAM M. WATSON. DEPUTY ASSISTANT SECRETARY 
TAGS: AMED, CDES, GE, (BERRY, JOHN) 
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